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March 26, 1982 POR RELEASE ON RECEIPT 

E. BRADLEY JONES ELECTED TO ART MUSEUM BOARD OF TRUSTEES 

E. Bradley Jones, president and chief operating officer of Republic 
Steel, has been elected to the Board of Trustees of The Cleveland Museum 
of Art. Mr. Jones is a native Clevelander. He serves as President of the Board 
of Trustees of The Cleveland Clinic Foundation and was general chairman 
Cleveland s 1981 United Way Campaign. He is a director of numerous 
civic, financial, and educational organizations, including INROAD S/ Cl eveland , 
Inc., a group dedicated to bringing more employment to the minority community. 

Mr. Jones has spent his entire career with Republic Steel, joining the 
company in 1954 and taking a succession of assignments in New York, Chicago, 
and Cleveland. The company is one of the largest corporations headquartered 
in Cleveland. 

A graduate of University School and Yale University, Mr. Jones also 
completed the Advanced Management Program at Harvard Business School. He 
is married to the former Ann Louise Jones, and has four children. 
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For additional information or photograph, please contact the Public Relations 

Office, The Cleveland Museum of Art, 11150 East Boulevard, Cleveland, Ohio 44106* 
216/421-7340. 


